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HIGH-SPEED READER PATCH FOR LO-SPEED MACRO-8 


DECU S Progra m Library Write-up 


DECUS NO. 8-499 


ABSTRACT 

This patch changes MACRO-8's input subroutine for high-speed input with all output on the 
ASR33. MACRO must be reloaded for low-speed input. 
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